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THE PALMS OF BRITISH INDIA AND CEYLON

FIG   35.
L<?rti Tip of fr-male spike of spadix of Plectocomia elonyata.
Right: Tip of spike of Wfctocomia Jchasyana.
5.    PLECTOCOMIOPSIS BEGC. IN HOOK. F. FL. BRIT.
IND. VI, 479.
{From Flectocomia (see foregoing genus), and "opsis"
appearance],
Beec. in Ann. Roy. Bot. Gard. Calcutta XII, part II, 46; Ridley
Mat. F3. Mai. Penins. II, 213 (partly),
Large, scandent, calamoid, dicecious, monocarpio palms, with
terminal Inflorescence formed by several branches, each issuing